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PAGE 01 OECD P 20491 071810Z 
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ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-OO /025 W 

118934 

R071807Z AUG 75 
FM USMISSION OECD PARIS 
TO SECSTATE WASH DC 8192 

CONFIDENTIAL OECD PARIS 20491 

EXCON 

E.O. 11652 XGDS1 

TAGS: ESTC, COCOM, RO, UK, US 

SUBJECT: US EXPORT OF MASK ALIGNMENT SYSTEM TO ROMANIA - 
IL 1355 

REF: COCOM DOC (75) 1514 

1. UKDEL HAS RESERVED ON THIS CASE AND HAS ASKED WHETHER 
THE US AUTHORITIES CAN GIVE ANY ASSURANCE THAT THIS 
EQUIPMENT WILL NOT BE USED IN THE MANUFACTURE OF 
STRATEGICALLY EMBARGOED GOODS. 

2. ACTION REQUESTED: APPROPRIATE INSTRUCTIONS FOR RES- 
PONSE. 

KATZ 
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